AMENDMENT NO. 4 SEPTEMBER 1993 
TO 
IS 6162 (Part 1): 1971 SPECIFICATION FOR 
PAPER- COVERED ALUMINIUM CONDUCTORS 


PART 1 ROUND CONDUCTORS 
(Page 12, clause 8) — Delete and renumber the rest. 


(Page 20, Appendix F) — Delete. 


(ETD 33) 
Reprography Unit, BIS, New Delhi, India 


